Sanitized Copy Approved for Release 2009/10/29 : CIA-RDP89B00569R0007001 10008-8 


1548Z m OCT 63 


25X1 


vo a DIRECTOR 

gaoss : 

aCKOtfe 
SJFO 


* /- 7 

tors 1 712 Z 08 OCT 63 


SECRET 


W 


3 3 i 


JS, 


ROUT I ME 




2 IU 94570 


-4 


-sJ 


25X1 


25X1 


I® 0*3229/0801 102/359 


2 . 


3a 


IF 


12/0/1/S 

A® 9R 9Jf»45~6000/16«l<*9*3'/ 9L 9 J~45-6000/16-2=>4°9-5 
3® 67/16/10/150/ INTERNAL 

C* 3750/76 

Da I-080228Z/OFF-080129Z/1-080420Z/OFF-030421Z/1-080424: 
LITE OUT 1-080424 Z/ 


/NA 


F. 


25 YEAR RE-REVIEW 


C 


G® 027973/028188 
H® CLEAR/ NONE 
I* NONE/ UNSATISFACTORY 

CBS 02 OPENED AFTER 76 CYCLES OF OPERATION* MS 732 SN 67 
ON DOWNLOAD WAS LATCHED RIGHT NOT CAMMED OUT* 
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•'5 SN 12 WAS REMOVED FROM VEHICLE. SHOT CHECKOUT WITH CB 502 
rn&SaED IN 9 HS 7a2 OPERATED NORMAL FOR 23 CYCLES THEM C8502 
OPENED* CONDITION OF HS 732 WAS LATCHED RIGHT NOT CAMMED 'OUT. 
CONTINUITY CHECK OF HS 732 ELECTRICAL REVEALED THAT THE 1 MI !2€ 

LaODE CijRJ.'tLi, RiSHT) WAS SHORTED. CONTINUITY CHECK OF SI » 

s? AN0 34 S¥ITCHES indicated normal operation, removal of 

SHORTED DIODE RESTORED HS 732 TO SERVICEABLE CONDITION. TEST 

FLIGHT ON MS 732 SN 67 WILL BE ACCOMPLISHED «>RIOR TO USE ON 0 PER AT IONA! 
MISSION. 
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